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LETTER OF TRANSMITTAL. 


U. S. DevarTMEeNT or AGRICULTURE, 
Bureau or Piant Inpustry, 
OFFICE OF THE CHIEF, 
Washington, D. C., March 28, 1907. 


Sir: I have the honor to transmit herewith, and to recommend for 
publication as a Farmers’ Bulletin, the accompanying manuscript, 
entitled “Evaporation of Apples,” by H. P. Gould, Assistant 
Pomologist. 

While the recent tendency in the apple industry has apparently 
been to centralize fruit evaporation into distinct commercial estab- 
lishments having considerable capacity and requiring capital to 
construct and equip, there still remain large regions in which there 
is a considerable surplus of fruit that is unsuitable for packing and 
shipping in almost every crop year. In these sections and in the 
less accessible commercial fruit regions there is need of stimulation 
of effort to utilize the lower and less desirable grades of apples in 
such ways as will at the same time yield a fair return to the pro- 
ducer and remove them from competition with the better grades in 
the market. Encouragement of evaporating, canning, cider mak- 
ing, and other methods of utilization therefore appears desirable, 
and of these evaporating is the one that is most applicable at present 
to a wide range of conditions, and therefore of most importance to 
the average farmer. 

Respectfully, B. T. Gattoway, 
Chief of Bureau. 

Hon. James Witson, 

Secretary of Agriculture. 
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EVAPORATION OF APPLES. 


INTRODUCTION. 


The utilization of the poorer grades of fruit is frequently an im- 
portant matter to the grower. That portion of a crop which is of 
too low grade to market in the ordinary way can often be made to 
pay a large part, at least, of the expense of maintaining the orchard 
or fruit plantation if it is converted into some other form or han- 
dled in some way other than that practiced with the better grades. In 
some of the apple-growing districts the evaporating industry has 
kept pace with the planting of orchards and has become an im- 
portant factor in the utilization of the fruit which is unfit or would 
prove unprofitable for marketing in the fresh state. In some of 
the older apple-growing sections, such as western New York, the 
number of evaporators in use is very large, and for many years the 
industry has been well established. Its present state of development, 
however, has been a matter of gradual evolution. During its course 
methods have changed more or less, appliances have been perfected, 
and marked improvement in the construction of the evaporators 
themselves has been accomplished. 

The data presented in the following pages have been secured in 
visiting a large number of evaporators where the methods, appli- 
ances, conveniences, etc., have been studied and the operators inter- 
viewed. The information relating to packing and handling the 
product has come largely through the courtesy of dealers in evapo- 
rated apples. Acknowledgment is gladly made of this assistance. 

Many evaporators are located in villages, at railroad stations, and 
at other central points; a considerable number, however, are erected 
in close proximity to or in conjunction with apple orchards, being 
owned and operated by the fruit growers.themselves, each plant being 
intended only for “ working up” the fruit not otherwise marketed 
from a single orchard. The evaporators located in towns or villages 
are usually operated by men who make a business of evaporating 
fruit, and the apples handled in them are bought wherever they can 
be obtained to best advantage. These are generally of much larger 
capacity than the ones at the orchards, and the type of construction 
and the character and number of conveniences correspond. 
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The average weight of ripe winter apples of mixed varieties is 
about 50 pounds to the bushel. In evaporating them about 40 pounds 
of water per bushel, or approximately 5 gallons, passes off in the form 
of vapor. The evaporating of apples may be said, in brief. to consist 
of driving off as rapidly as possible, by means of artificial heat, 
enough of their moisture to prevent deterioration through decay or 
other natural processes which occur in fresh fruit and at the same 
time to maintain a desirable texture and flavor. 

Buildings formerly used for other purposes are frequently con- 
verted into evaporators. An old dwelling house, a blacksmith shop, 
a cheese factory, and even a schoolhouse and a church are examples. 
Others are built substantially of brick or stone, thus reducing the 
risk from fire, which is an important consideration. 

A large quantity of fruit, in the aggregate, is still dried by prim- 
itive methods. In rural communities, especially where the “ home 
orchard ” represents the extent of fruit growing, one often sees during 
the autumn a flat-topped rock, the roof of some low, easily accessible 
shed, or other flat surface on which have been spread apples, sliced 
or quartered, for drying in the sun. In some sections “strings” of 
quartered apples hanging by a doorway to dry, or behind a kitchen 
stove, are still familiar sights. 

While much of this sun-dried fruit is intended for home use, large 
quantities of it are marketed, and it is also exported to some extent. 
This fruit is commonly referred to as “ dried apples,” in distinction 
from that handled in evaporators, which is known as “ evaporated 
apples.” 

TYPES OF EVAPORATORS.* 


Many types of evaporators are now in use, though in a general 
classification they may be grouped, for convenience, under a few 
heads. The more important of these are: 

1. Cook-stove evaporators. 

2. Portable outdoor evaporators. 

3. Kiln evaporators. 

4. Tower evaporators. 

5. Miscellaneous types. 

It is well to emphasize, at this point, the fact that the descriptions 

which follow are representative of types only and that the details 


«The first three types of evaporators to be described are better suited to 
the needs of the average fruit grower than are the last two mentioned. The 
latter are more complicated in construction and would ordinarily be used only 
in cases where the extent of the business and the investment involved require 
more detailed information than it is possible to give in the scope of this bulletin. 
Certain other types of evaporators and another phase of the evaporating -in- 
dustry are considered in Farmers’ Bulletin No. 213. 
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of construction and arrangement admit of endless modification. For 
the most satisfactory results, however, in all types, thorough ventila- 
tion is essential to insure a good circulation of heated currents of air. 


COOK-STOVE EVAPORATORS. 


Some of the cook-stove evaporators are small box-like structures, 
usually made of sheet iron or galvanized iron, of such a size that they 
can be placed on top of an ordinary cook stove. They are arranged 
for holding a series of small trays, on which the fruit is placed after 
it has been prepared for drying. Various sizes are in use, from one 
covering only a portion of the top of a common kitchen stove and 
having a capacity of only a bushel or so a day, to those requiring the 
entire top of a stove on which to operate it. 

Another style consists of a water-tight rectangular box of tin, 
upon the upper surface of which the fruit is spread. The heat is 
supplied by boiling water. with which the evaporator is filled, the 


temperature being 
maintained by plac- 
ing one end of the 
evaporator on top 
of a stove. There 
are various other 
styles of this type. 








PORTABLE OUT- 
DOOR EVAPO- 
RATORS. 





Portable evapo- 
rators are especially 
convenient when it 
is desired to dry 
only a few bushels 
of fruit at any one 
time. The usual 
sizes have a capac- 
ity of 5 to 10 bush- 
els a day, and even Fie. 1.—A small portable evaporator constructed of wood. 
more in some cases, 
although the quantity will of course vary with the attention given 
to them. As they are complete in themselves and are not too heavy 
to be readily moved, they may be placed wherever convenience from 
time to time dictates, 

Figure 1. shows an evaporator of this type which is constructed 
entirely of wood, except the parts in direct contact with the heater. 
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There is space for ten trays for holding fruit, similar to the one in 
the illustration, the dimensions of which are 2} by 3 feet. Each tray 
holds about one-half bushel of fruit. Modifications of such an 
equipment to suit individual needs and conveniences readily suggest 
themselves. 

There are several other styles of this type obtainable from manufac- 
turers which are made of sheet iron, usually galvanized. As no wood 
enters into their construction, danger from fire is eliminated. One 
of these styles is provided with a heat deflector and so constructed 
that hot currents of air pass over the fruit as well as up through it, 
the claim being made that this movement of air induces a more rapid 
drying of the fruit than in ordinary methods of construction. 


KILN EVAPORATORS. 


Of the types having sufficient capacity for handling apples from 
large commercial 
orchards, the kiln 
evaporator is by 
far the most im- 
portant. 

While the prin- 
ciples of construc- 
tion of the differ- 
ent evaporators of 
this type are simi- 
lar in all cases, the 
details and the ar- 
rangement of the 
appliances are end- 
lessly varied. 

The arrange- 
ment of a very complete evaporator, from a mechanical standpoint, 
is shown in figures 2, 3, 4, and 5. The general features of the 
exterior are shown in figure 2. The building is two stories high. 
The floor plans suggested by figures 3 and 4 are in a measure an 
adaptation of the arrangement of this evaporator. The central por- 
tion of the building, which contains the floors where the fruit is 
prepared for drying, is 20 by 40 feet. The wings on either side, 
which contain the kilns where the fruit is dried, are each 20 feet 
square. At the front of the building shown in figure 2 can be seen 
an elevator by which the apples are carried to the second floor and 
dumped into a large bin (fig. 4, H). This elevator is an endless 
sprocket chain provided with lugs similar to the one which can be 
seen at the right in figure 5. The bin (fig. 4, H) is directly over the 
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Fig. 2.—Exterior of a conveniently arranged two-kiln evaporator. 
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the paring table (C’) in figure 3. From this bin the apples drop 
down the conveyors (to be seen in fig. 5) to the paring table on the 
first floor. As will be observed, one of these conveyors is provided for 
each paring machine. At the base of each there is attached a small 
box into which the fruit settles, where it can be readily reached by 
those who operate the parers. 

As the apples are pared, the peelings drop into a carrier which 
runs under the table, passing directly beneath the machines, and 
which takes them to the elevator shown in figure 5 at the right, and 
by this they are raised to the second floor, where they are put by 


2 =, 2 2 
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Fic, 3.—First-floor plan of the evaporator illustrated in figure 2, showing the position of the principal 
articles of equipment. 


hand into the bin shown in figure 4, ¥. Here they remain until they 
are placed on the kiln floor to dry. 

The pared apples drop to the paring table when they are forced 
off the machines. They are then trimmed (an operation to be 
described later), dropped into a carrier which runs in the opposite 
direction from the one which receives the peelings, taken to the 
elevator at the remote end of the paring table, by which they are 
raised to the bleacher (figure 4, Z) on the second floor. They are 
delivered from the bleacher to the slicer, shown in figure 4, 1/, and 
are then spread on the kiln floors (0, 0). It will thus be seen that 
with this arrangement the fruit passes from one operation to another 
with a minimum of hand labor, 
29912—No. 291—07 m2 
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Other points in the arrangement of the appliances indicated in 
figures 3 and 4 require notice. In the former, which shows the first 
floor, D is the stairway leading to the second floor; /' is an engine 
which supplies the necessary power for running the parers, elevators, 
and other machinery; / is the room which receives the evaporated 
fruit when it is taken from the kilns; G, G@ are the furnaces which 
supply the heat for drying the fruit; 7, H are 10-inch pipes leading 
from the furnaces to the chimneys at /, /; J is the boiler supplying 
steam for the engine (/). 

In the diagram of the second floor (figure 4) the only points which 
require further notice are small doors P, P in the walls, which com- 
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Fic. 4.—Second-fioor plan of the evaporator illustrated in fig .re 2, showing the p:sition of the prin. 
cipal articles of equipment. 


municate with the curing room (/’) on the first floor, and through 
which the fruit is passed when removed from the kilns. 

This evaporator is located in Wayne County, N. Y. It was built 
about 1903. It is a frame building very thoroughly constructed and 
completely equipped. The approximate cost of the plant, the ca- 
pacity of which is about 300 bushels for ten hours, with the kilns 
drying continuously, as stated by one of the owners, was as follows: 


NN ne oe ere wes $1,,900;00"1 2 Choppers. > 3 65.5. 5. $8. 00 

PVeBEMRORR 2-5 ~ Sek 150. 00 | Engine, boiler, shafting, pul- 

mmnintns. £0 Sk Sk 60. 00 leys, belting, etc__--- M2 450. 00 

1 20-foot horizontal bleach Installing machinery_______ 100. 00 
GE chess ee ste 75. 00 ao 


Bee ee 37. 50 Bisons o eee 
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A convenient arrangement for an evaporator having four or five 
kilns is shown in figure 6. In this one the kilns are built of brick, 
and the apples are pared in an adjacent building. Referring to the 
illustration, the portion built of slats at the left is the compartment 
for containing the apples in bulk. This bin extends the entire 
length of the building, except a small space in the center where a 
5-horsepower gasoline engine is located which furnishes power for 
running the parers, slicers, and other machinery. The paring table + 
is on the opposite side of the building, as will be noted, from which 
the fruit is taken by a carrier, similar to those already described, and 
elevated to a platform which is on the same level as the two bleachers, 


SSS = S WS SSSA\ A Ss SS 
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Fig. 5.—Interior view of the evaporator illustrated in figure 2, showing the paring room and the 
position of the table, parers, and other conveniences. 


which are to be seen between the evaporator and the paring shed just 
mentioned. This carrier discharges the fruit into trays, which are 
then placed by hand in one of the bleachers; from this they are taken 
to the slicer, located in a compartment just within the brick portion of 
the structure and with which all the kilns communicate, thus making 
it convenient to distribute the fruit after it has been sliced. 

Other large establishments have the kilns arranged in a series 
situated end to end. The fruit is pared on the first floor of an 


@ At the time the photograph from which this illustration was made was taken 
this evaporator was not in operation. The parers were covered with boxes, 
which are seen where the machines would otherwise appear. 
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adjoining structure centrally located; then elevated to the seeond 
floor, which is on the same level as the kiln floors, where it is 
bleached and sliced. Communication is had with the kilns not adja- 
cent to the floor on which the fruit is sliced, by means of a platform 
extending from this floor along the sides of the kilns and on the 
same level as the kiln floors. 

Of the smaller evaporators, operated entirely by hand, of which 
there are relatively a great number, a similar arrangement on a 
correspondingly limited scale will be found convenient. Where 
buildings which were erected for other purposes are remodeled for 
this use it may often be necessary to forego some of the conveniences 





Fig. 6.—Paring shed and bleachers of a large kiln evaporator built of brick. 


which could be included in a building erected primarily for the 
evaporation of fruit. 

A conveniently arranged one-kiln evaporator is shown in figure 7. 
The plan of the first floor is suggested by figure 8. The space is 
divided into a furnace room about 14 by 16 feet and a workroom, 
which is somewhat smaller, in which the apples are pared. An 
upright bleacher, which also serves as an elevator for raising the 
fruit to the second floor, is placed in this room. The second floor is 
divided in a similar way. The kiln has the same dimensions as 
the furnace room, with a capacity of 75 to 100 bushels of fruit 
(before paring) at each filling. The workroom on this floor con- 
tains the slicer and the upper portion of the bleacher. The dried 


291 































13 


fruit, as it is taken from the kiln, can also be held here temporarily ~ 
if desired. 

The evaporator shown in figures 7 and 8 is constructed entirely 
of wood and was built in 1896 at a cost of about $300, including 
material and labor. It is located in western New York. At the 
present prices of lumber the cost would be considerably greater. A 
builder who could secure the lumber from his own timber tract 
would be able to greatly reduce the actual cash outlay. According 
to a statement of the owner the cost of equipment was as follows: 





Ee EU a cd ae ee 
DROIT oss ons eo pe sree gta se et eee 16 
EE? I End tcc Sat armament ra Sa 15 
GRRE ee os ee ee ene 8 
Ropes and pulleys for bleacher and elevator___________-____- 3 

Total coat of eq“<uipuient:- 252 2525....=45.=-.-— Sc ote 


Such a building as the one described may readily be so constructed 
that it will be useful for many other purposes during the course 
of a year than that 
for which it is pri- 
marily intended. 

In constructing 
kilns the same gen- 
eral principles are 
followed, whether 
the evaporator is a 
small one with only 
a single kiln or an 
extensive establish- 
ment having sev- 
eral of them. The 
most satisfactory “— ene on 
a kiln, alt Fie. 7.—A one-kiln yon ane on - for apples adjoining t! the 
things considered, 
is about 20 feet square. This is a convenient size to fill, so far as the 
preparation of the fruit is concerned; the heat can be well regulated, 
made sufficiently intense for the purpose desired, and evenly dis- 
tributed, so that the fruit will dry uniformly, and for various minor - 
reasons a kiln of this size is a desirable “ unit ” in the construction of 
evaporators of this type. 

A kiln consists essentially of a floor made of slats and placed over a 
furnace room or over a system of steam pipes. The floor is usually 
built from 10 to 12 feet above the floor of the furnace room. Pro- 
vision should be made for regulating the heat by means of small 
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openings at the base of the walls, communicating with the outside, 
which can be opened or closed as desired. The inflow of cold air can 
thus be regulated. Such control is especially desirable in windy 
weather. While many evaporators are constructed without special 
provision of this kind, it is an important point to have such openings, 
particularly if the walls are brick or otherwise made very tight, so 
that there is but little circulation of air. 

If the evaporator is a frame building, the walls of the furnace room 
may well be plastered or covered with asbestos paper to lessen the 
danger of fire, which may otherwise be great, because of the intense 
heat generated within them. 

If the walls, at least the portion below the kiln floor, are double, 
with an air space 
between the two 
sides, the insula- 
tion will be more 
perfect than if 
they are solid or 
of only a single 
thickness, thus 
best conserving the 
heat and increas- 
ing the efficiency 
of the plant. The 
height of the walls 


of the kiln above 

Fic. 8.—First-floor plan of the evaporator illustrated in figure 7, show- ; 
ing the arrangement of the principal details: A, doors; B, windows; the drying floor 
C, paring table; D, bleacher; E, stairs; F, chimney; G, furnace; H, should be sufficient 


— to permit an at- 
tendant to work on the floor conveniently and with comfort. 

Some means for the escape of the air laden with moisture from 
the fruit is necessary. This may be provided for by means of an 
opening in the roof similar to that shown in figure 1, page 7; or a 
cupola-like ventilator may be built, the sides of which should consist 
of slats placed so that they overlap one another as in an ordinary win- 
dow blind. Another form of ventilator is shown in figure 2, page 8. 
This is in the form of a tower about 3 feet square and extending 8 or 
10 feet above the roof, which is sufficiently high to cause more or less 
draft, and hence augments the circulation of hot air through the fruit. 

The kiln floor is constructed of strips especially designed for the 
purpose. Such floors are generally made of poplar or basswood 
strips, seven-eighths of an inch thick, 1 inch wide on the top surface 
and one-half inch wide on the under side. In laying the floor, these 
strips are placed one-eighth to one-fourth inch apart on the upper 
291 
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surface. This makes the space between them wider on the under 
side than on the upper, thus allowing the small particles of fruit 
which work down between them to drop through without clogging 
the intervening spaces. Reference to figure 9 will make plain the 
method of constructing the floor. 

The heating apparatus, parers, slicers, bleachers, details of ar- 
rangement, etc., referred to here are described under their respective 
headings. 

TOWER EVAPORATORS. 


At one time tower evaporators were extensively used in some sec- 
tions for apples, but in recent years this type has been largely super- 
seded by the kiln evaporator, so that at the present time there are 
comparatively few towers in use. 

As the name of this type implies, a tower is its characteristic fea- 
ture of construction. It may be likened to an immense chimney, 
provided with the necessary appliances for receiving the fruit, ex- 
cept that the heat alone is allowed to pass through it, a separate flue 
being provided for the smoke. 

There is no more definitely prescribed manner in which these 
towers are constructed and 
arranged than there is 
governing the construction 
of kiln evaporators. They 
may consist of one tower 
or several. If several, 
they may be entirely dis- 
connected from one an- 
other. They may be built 
side by side or back to 
back, opening on the oppo- 
site sides. They may be 
entirely within the building, extending through the several floors 
from basement to roof and projecting above, or entirely on the exte- 
rior, opening into the interior after the manner of an “ outside chim- 
ney,” common in some sections of the country. They may be built 
either of wood or brick. They are usually from 4 to 5 feet square, 
inside measure, and 30 or 35 feet in height, as desired. Heat is sup- 
plied by a furnace at the bottom of the tower. 

There are two principal methods of constructing the towers in re- 
gard to receiving and handling the fruit to be dried. The apparatus 
in one case consists of two endless sprocket chains operating over 
wheels properly adjusted at the top and bottom of the tower. Each 
sprocket chain is provided with swinging brackets, corresponding 
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Fic. 9.—Section of a kiln floor, showing the method of 
construction. 
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with one another on each chain, for holding the racks on which the 
fruit is placed for drying. In one specific make of apparatus these 
brackets are arranged in series of six each, so that this number of 
racks can be put in, one immediately above another. A space of 2 
feet or so intervenes on the sprocket chains between each series of 
six brackets. This sprocket-wheel-and-chain device for carrying the 
fruit in the tower is turned by means of a crank, which works on the 
outside of the tower. 

The racks on which the fruit is dried consist of frames 4 feet long 
and 214 inches wide, over which is placed galvanized-wire netting 
having a quarter-inch mesh. This size of rack permits the apparatus 
on which the racks are carried in the tower to work readily, those 
on one side passing upward, while those on the other side move down- 
ward, without interfering with one another. 

In this method the point of admitting the fruit to the tower is 
near the base on the first floor. When the fruit is dry it is removed 

at the same point. 

' In operating the tower, the apparatus is turned every few minutes 
to bring each rack of fruit in its course to the base of the tower, where 
the heat is greatest. In this way it is made to dry uniformly, and 
each rack is brought repeatedly into view of the one in charge; hence 
he is always able to know its exact condition. 

In one particular evaporator of this kind there are three towers, 
about 30 feet high, each holding 120 racks. The capacity of a single 
tower is about 100 bushels a day. The fruit is prepared in every de- 
tail the same as for drying in kilns. 

In the other method the racks are about 4 feet square and occupy 
the entire cross section of the tower instead of half the space, as in 
the method just described. The racks are admitted to the tower at 
the same point as in the other style, but as each rack is put in posi- 
tion it is raised by a lever attachment, together with the other racks 
which may have been already put in place, and held in the new posi- 
tion by dogs or clutches which work automatically, allowing the 
racks to be moved upward, but not permitting them to move down- 
ward. The distance which the racks are raised each time the lever 
is moved is sufficient to allow another rack to be inserted below them 
at the usual point of admission. It will thus be seen that the racks 
are gradually raised from the point of insertion on the first floor to 
the point on the second floor where they are removed. The racks 
do not come into the view of the operator from the time they are 
inserted until they reach the place where they are removed, and so do 
not come under the same scrutiny of the operator as in the other 
style. The arrangement of the furnaces is the same in both methods 
of construction. 
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17 
MISCELLANEOUS TYPES OF EVAPORATORS. 


While the types of evaporators previously described admit of end- 
less mudification in the details of construction, and other types and 
styles of lesser importance are frequently seen, there is but one addi- 
tional evaporator to which it seems desirable to refer in this con- 
nection. The type in question has no particular designating term ap- 
plied to it. Several styles which possess some features similar to 
this one have been called “ cabinet evaporators,”* and this term is 
applicable in the present instance. While it appears to be largely 
of local reputation, it is believed to possess certain points of merit 
worthy of more extended application in constructing evaporators of 
considerable capacity. The fruit is dried on racks similar to those 
used in tower evaporators. 

In the first one of this type to be erected, so far as the writer has 
been able to learn, and which is still in use, the compartments in 
which the fruit is dried are located in the central part of a large 
room in which the fruit is sliced and handled after it is removed 
from the evaporator. Each compartment, of which there are three, 
is slightly more than 8 feet square, or large enough in cross section 
to receive four racks (two square) on the same plane. The two 
opposite faces or sides of these compartments are a series of narrow 
doors, about 6 inches wide and slightly more than 4 feet long, which 
extend horizontally. These doors are hinged on the lower side and 
held in place by a button at the top. The sides of the interior are 
supplied with cleats on which the racks rest. Two racks placed one 
directly on the other are admitted at each door. In the particular 
case in question, there is sufficient space between the floor and ceiling 
of the room for eleven of these doors, each door admitting, as stated, 
two racks. It will thus be seen that the capacity of each compart- 
ment is 88 racks. 

As arranged in this evaporator, the racks are admitted to the dry 
ing compartments on the same side of the room that the apples are 
sliced, the ones that are put in first being pushed to the opposite side 
of the compartment, thus making room for the second set of racks 
in the course. The attendant in charge of the drying makes his ex- 
aminations and removes the fruit when dry through the doors on 
the opposite side of the compartment. 

It will thus be seen that the method of handling the fruit is 
similar to that employed in the case of the tower driers, but the work 
is all done on a single floor of the evaporator. 

The heat is supplied by a system of steam pipes which extend in 
horizontal tiers through the compartments between the racks. 








@ See Farmers’ Bulletin No. 213, ‘“ Raspberries,” p. 25. 
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EVAPORATOR APPLIANCES, ETC. 


During the development of the industry, the machinery and other 
appliances used in the process of evaporating apples have undergone 
great changes, until at the present time a high degree of perfection 
has been attained. Reference to some of the more important articles 
for equipping an evaporator may be of value to those who are 
unfamiliar with them. Nearly all of them may be obtained from 
manufacturers ready for use, hence detailed descriptions are unnec- 
essary in most cases. 

PARING TABLES. 


Paring tables hardly require special reference in the present con- 
nection, but brief descriptions of a number that are conveniently 
arranged may be suggestive. There are two general plans of con- 
struction. One consists of a single long table common to all the 
machines; the other, individual tables, one for each parer. 

Where several hand parers are used they are commonly placed on 
opposite sides of a relatively wide table, through the center of 
which, between the two rows of parers, is a sluice 10 or 12 inches 
wide and as many inches deep. An endless belt the width of the 
sluice covers its bottom. This belt works on rollers and is operated 
by means of a crank at the outer end. As the apples are trimmed 
they are thrown into this sluice, and the helper who attends to the 
bleacher fills the crates or trays in which the fruit is handled by 
turning the crank which moves the belt forward, carrying with it 
the fruit which has been placed thereon. By this means all the 
trimmers contribute to the filling of a single tray, thus making it 
possible to get all the fruit into the bleacher in the shortest possible 
time after it is pared. This is considered essential in order to make 
the highest grade product. Such a table as this is especially adapted 
to small evaporators which are run entirely by hand power. 

In power evaporators a long table common to all the parers 
similar to the one in figure 5, page 11, is generally used. The neces- 
sary carriers for removing the apples and the parings operate beneath 
the table. If individual tables are used in such cases, a small sluice 
may connect each table with a carrier which works just beneath 
the floor, which carrier in turn delivers to an elevator that connects 
with the bleacher. By thus placing below the floor the carrier which 
takes the fruit from the tables, the space above is left unobstructed, 
which would not be the case were the individual tables connected with 


a common carrier. 
PARING MACHINES. 


Paring machines are made for operating either by hand or power. 
The more recent patterns have two, or even three, forks for holding 
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the apples while they are being pared. The attendant puts an apple 
on one of the forks while one on another fork is being peeled. 

The number of bushels which can be pared in a given time of course 
varies with the size and condition of the fruit, but 70 or 75 bushels for 
a day of ten hours (or even more if the fruit is of good size and the 
machine is speeded up to its limit) is not an unusual amount for a 
good power machine. 

The hand machines are equally complete and satisfactory in their 
working. Under favorable conditions an experienced operator will 
pare 60 or more bushels a day if the fruit is not too small. 


BLEACHERS. 


In order to make the fruit as white as possible, it is usually sub- 
jected to the fumes of burning sulphur. The apparatus in which 
the fumes are applied is called a bleacher. 

The form and manner -f construction vary greatly, as do most of 
the other appliances. The requisites are a perfectly tight compart- 
ment having 2 capacity commensurate with the size of the evaporator 
and the necessary facilities for burning the sulphur. 

Perhaps the simplest form of construction consists of a box suf- 
ficiently long to meet the requirements, placed horizontally, and 
large enough in cross section to admit the boxes or crates in which 
the fruit is handled. Rollers are placed in the bottom, on which the 
crates rest, which permit them to be moved along with but little 
friction. The crates are entered at one end of the bleacher, those 
previously put in being pushed along to make room for the following 
ones. The sulphur is usually burned immediately below the point 
where the fruit is put into the bleacher. <A short piece of stovepipe 
is placed at the opposite end for the escape of the fumes after they 
have passed through the bleacher. 

Another simple bleacher in which the fruit is handled in bulk (not 
in crates) consists essentially of a large square box, the interior of 
which is fitted with a series of inclined planes sloping in opposite 
directions to prevent the fruit from dropping to the bottom in a 
compact mass. The fruit is usually admitted at the top directly from 
the paring table. It then rolls from one inclined plane to another 
to the bottom, where there is the necessary opening, with means for 
closing it tightly to prevent the escape of the sulphur fumes, for 
removing the fruit when it is bleached. The sulphur is burned be- 
neath the lowest inclined plane. 

The bleachers shown in figure 6, page 12, are compartments 4 or 5 
feet square and 5 or 6 feet high. The two bleachers, which can be 
seen in the illustration, face toward the platform, which extends be- 
tween them. The sides of the interior are provided with series of 
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cleats for supporting the trays in which the fruit is handled. The 
distance between the cleats is slightly more than the depth of the 
trays. The sides toward the platform consist of series of closely 
fitting doors about 6 inches wide, placed horizontally, through which 
the trays are entered and removed from the bleachers. The trays of 
fruit are put into the bleachers and left in the sulphur fumes a suf- 
ficiently long time for the fruit to bleach. The sulphur is burned at 
the bottom of the bleachers, and the tall shafts which are to be seen 
projecting from the top are ventilators, which give sufficient draft to 
take the fumes up through the fruit and to allow their escape at a 
point some distance above the workmen. 

While all of these types may do the work well, they are so con- 
structed that much handling and lifting of the fruit is necessary. 

There is an upright style in common use in some sections, which 
reduces the lifting of the fruit by hand to a minimum and serves not 
_ only as a bleacher, but also as an elevator. This is especially suited 
to the smaller, two-story evaporators, operated without mechanical 
power, in which the slicing is done on the second floor and having 
the kiln floor on the same level. By this means the fruit is raised 
from the first or paring-room floor to the level of the kiln floor while 
it is being bleached. 

The construction is comparatively simple. It consists of an upright 
box extending from the first floor to 3 or 4 feet or any convenient 
height above the second. The cross dimensions are such as to admit 
the crates or trays in which the fruit is handled. The crates are 
admitted to the bleacher at a convenient height, 18 inches or 2 feet 
from the bottom, through a trapdoor or some other arrangement 
which can be tightly closed to prevent the escape of the sulphur 
fumes. 

A movable frame, slightly smaller than the cross dimensions of 
the bleacher, rests on a solid support just below the point where the 
crates are entered and on which the crates are placed when pushed 
inside. This frame is connected with a lever at the top of the 
bleacher by means of iron rods which are attached to a cross arm on 
the lever and extend down the sides of the bleacher to the frame. 
The relative length of the long and short arms of the lever must be 
such that in the sweep of the long arm the frame on which the crates 
rest will be raised a distance slightly greater than the depth of the 
crates in which the fruit is handled. There are dogs, or catches, on 
the inside of the bleacher, which work automatically and permit the 
crates to be moved upward, but not downward. When a crate is put 
in place, the lever is pulled down, usually by means of a rope which 
passes through the second floor within convenient reach of the helper 
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who handles the crates. The crate which was last put into the 
bleacher and all that may have been put in previously are raised to 
the point where they are caught by the clutches just mentioned and 
so held in that position. On releasing the lever, it regains its former 
position and the frame drops to its place just below the level of the 
doorway through which the crates are admitted and is then ready 
for receiving another crate. A small-sized stovepipe or other tubing 
should extend from the top of the bleacher to the exterior of the 
building to permit the escape of the sulphur fumes after they have 
passed through the fruit. 

The crates are removed through a tightly closing door in the 
bleacher on the second floor, where the apples are sliced and spread 
on the kiln floor. 

The sulphur is burned at the bottom of the bleacher, below the 
point where the fruit is admitted. It is a safe provision to have 
this portion of 
the bleacher 
coated with ce- 
ment or lined 
with asbestos, 
especially the 
floor, to lessen 
the danger of 
fire. 

Perhaps the 
most satisfactory bleacher for evaporators in which an engine is 
installed is the “ power” or “ horizontal” type shown in figure 10. 
Its characteristic feature is the movable bottom, or rather false bot- 
tom, on which the fruit is carried through the bleacher. 

Briefiy stated, this bleacher consists of a tight box about 3 feet 
square and 20 or more feet long, the length being regulated by the 
capacity of the evaporator in connection with which it is operated 
and the time it is desired to bleach the fruit. 

The apples are conveyed from the paring room to the bleacher by 
a carrier, or elevator, similar to those already referred to, and are 
dropped into one end of the bleacher, falling on the movable bottom, 
which consists of an endless belt of “lugs,” turned by the proper 
gear attachment. The speed of movement is governed by the gear- 
ing, and is adjusted to correspond with the time it is desired to keep 
the fruit in the bleacher and the length of the latter. When the 
fruit has been carried through the bleacher, it passes to the slicer, 
which is located in close proximity to the bleacher. The end of the 
bleacher shown in the illustration is closed when in actual operation 
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by means of a closely fitted piece of canvas or other effective arrange- 
ment. Provision for the escape of the fumes may be supplied as 
suggested in connection with the upright type previously described. 


SULPHUR STOVES. 


In a large proportion of instances nothing more elaborate than a 
broken or otherwise discarded iron kettle or some similar receptacle 
is used for containing the burning sulphur. This is the case if the 
compartment in which the sulphur is burned is a portion of, or in 

' direct communication with the bleacher. In other instances, such as 
the power bleacher just described, where in some cases it is more 
convenient to burn sulphur at some distance from the bleacher, a 
small sheet-iron stove about a foot square and 12 or 15 inches high is 
used. This is connected with the bleacher by means of a small 


stovepipe. 
SLICING MACHINES. 


There are several styles of slicers now obtainable which are operated 
by hand, foot, or mechanical power. In general, they consist of a 
table in which a series of knives is so arranged that when the apples 
are carried over them by a revolving arm they are cut into slices. 
In at least one type the apples are delivered to the slicing table by 
an attachment which works automatically. 

The capacity of slicers varies somewhat, as does the industry of 
the men who operate them, but from 200 to 400 bushels for a day of 
ten hours may be expected of a good machine. 

Small hand slicers which slice only a single apple at a time are 
sometimes used in the smaller evaporators. 

Quartering machines are used instead of slicers, if it is desired to 
dry the fruit in quarters instead of slices. 


CRATES AND TRAYS. 


Crates and trays are essential accessories. A relatively large 
supply facilitates the handling of the fruit both before and after 
it is pared, especially where there are no elevators or carriers to 
convey the fruit from one point in the evaporator to another. They 
are usually made to hold about a bushel. The bottoms of those in 
which apples are bleached should be made of narrow slats, and pref- 
erably also the sides, to permit a free circulation of the sulphur 
fumes through the fruit. 

RACKS. 


In the construction of all racks on which fruit is dried, whether 
for use in a large tower evaporator or in a small cook-stove type, a 
special caution should be observed to select only the best grades of 
291 








23 


galvanized-wire netting for making the racks. If poorer grades are 
used the acids of the fruit are likely to act on the metals, producing 
undesirable results. 


HEATING APPARATUS. 


Satisfactory results are so dependent upon the heating apparatus 
that this becomes one of the most important features of an evaporator. 

In the smaller types of evaporators, where comparatively little is 
involved and the question of fuel does not enter seriously into con- 
sideration, almost any small stove commensurate with the size of 
the particular evaporator in question may be used. 

In the larger kiln evaporators the matter is a more important one. 
Formerly, ordinary cast-iron stoves were used considerably, two or 
more of them frequently being required to heat a single kiln, but 
these have largely gone out of use. In their stead large furnaces are 
now most commonly used. These are specially designed for the 
purpose and are provided with relatively large fire pots, correspond- 
ingly large ash pits, and large radiating surfaces. As it is necessary 
to burn a relatively large quantity of fuel in a given time, the size of 
the grate is made with this end in view. For a kiln floor 20 feet 
square, or 400 square feet of surface, the grate surface is usually 
about 3 feet in diameter, containing from 5 to 7 square feet. 

As to the most satisfactory length of pipe connecting the furnace 
and chimney, opinions differ. Perhaps the most common method of 
piping is the one indicated by figure 3, H, H, page 9. The furnace, 
with two flanges for attaching the pipe, is placed in the center; the 
pipe from each flange is then extended to the side of the room oppo- 
site the chimney, and from this point the two sections, extending in 
opposite directions, follow the wall, at a distance of 2 or 3 feet from it, 
to the chimney. In a kiln 20 feet square, some 65 or 70 feet are thus 
required. Ten-inch pipe is a common size to use for this purpose. 
It is placed about 3 feet below the kiln floor. 

Some operators think that a better distribution of heat is obtained 
if the pipes extend back and forth, 2 or 3 feet apart, under the entire 
floor of the kiln, thus requiring 200 feet or more instead of the 
shorter length above suggested. The greater length, however, is less 
frequently used than the smaller. 

In some cases the heat is so intense directly over the furnace that 
the fruit dries more rapidly in the center of the floor than about the 
sides. To regulate this and make the drying as uniform as possible, 
a “deflector,” consisting of a piece of sheet iron or tin several feet 
square, is attached to the floor directly above the furnace. 

Open grates, which in effect are furnaces with all parts above the 
grates removed, are used occasionally and are recommended by some 
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because they require less fuel, less attention to firing, and will dry 
the fruit in a shorter space of time. On the other hand, so much dust 
rises from them that they are not used in making the best grades of 
fruit. 

Tower evaporators may be heated by the same style of furnaces 
that are used in kiln driers. The size of furnace sufficient to evapor- 
ate a given quantity of fruit in a given time is probably about the 
same in either type of evaporator. 

In some respects a steam system is the most satisfactory method 
of heating, but it is comparatively little used, possibly due to the 
larger first cost of installing such a system. It is especially applicable 
in case of evaporators that are operated in connection with some other 
business that requires the use of considerable steam power, such as a 
large cider mill which requires the power for running the presses. 

In kiln evaporators the steam pipes are generally placed in as close 
proximity to the floor of the drying room as is convenient—within a 
foot or even closer. That every steam pipe nearest the floor may 
supply the greatest amount of heat it should have its own return to 
the main return of the system. 

One-inch pipe is generally used for such systems. No very definite 
data are available in regard to the amount necessary to supply the 
requisite heat. Several kilns, however, which are said to work 
admirably, have about 650 running feet of pipe for every 100 square 
feet of floor space. One-half of this is “riser,” the other half 
“ return.” 

In the type of evaporator described on page 17, the length of 1-inch 
steam pipe required per square foot of surface directly exposed to 
the pipes is considerably less than in the case of the kiln just de- 
scribed, although it is probable that in the system in question a greater 
degree of heat can be maintained than with the usual piping for a 
kiln. As previously mentioned, in this system the pipes are arranged 
in horizontal tiers, the racks on which the fruit is placed being in- 
serted between them. Hence, the upper racks receive more or less 
heat from the lower tiers, as well as from those to which they are di- 
rectly exposed. In one evaporator of this type, which gives excellent 
satisfaction, and in which the drying compartments are about 9 feet 
square—that is, large enough to hold four 4-foot racks (two square) 
in the same plane—there are thirty-two 1-inch pipes in each tier. 
Each pipe is about 8} feet in length, or approximately 270 feet in 
each tier. In the evaporator referred to there are 8 tiers in each com- 
partment. Eight racks—two deep—are placed between each tier of 
pipes. 

In another evaporator of this type, having a capacity of 400 
bushels every twenty-four hours, a 40-horsepower boiler, with about 
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15 square feet of grate surface, furnishes the necessary steam when 
run at a pressure of 40 to 50 pounds. This is sufficient for drying the 
fruit and for running the parers, slicers, elevators, etc., required to 
handle this quantity of fruit. The steam pressure at which such sys- 
tems are run varies considerably according to the individual require- 
ments of the systems. A range of from 40 to 90 pounds has been 
noted in different evaporators. 


FUEL. 


Where the owner of an evaporator has an abundant supply of wood 
and it can be cut at times of leisure, this is probably the least ex- 
pensive fuel in actual cash outlay that can be had in most of the 
apple-growing sections. In fact, under these conditions, it is com- 
monly estimated that the fuel costs nothing. But in a great number 
of cases fuel has to be bought, even by operators who are drying 
apples from their own orchards. 

Yor kiln evaporators using the common type of furnaces, hard coal 
is probably the most satisfactory fuel, and requires less attention 
than any other. Coke is sometimes used, and if it were as satisfactory 
as coal, other things being equal, it would be the cheaper fuel. But 
it requires much attention, and even with the best of care it is difficult 
to maintain a uniform degree of heat. A combination of coal and 
coke is sometimes used with satisfactory results, in which case the 
faults and advantages of one tend, in a measure, to equalize those of 
the other. 

In a steam-heated plant soft coal serves the purpose in a satis- 
factory way, and in most apple-growing sections is probably a 
than any other fuel that is readily available. 

Quantity of fuel required. While the amount of fuel necessary to 
dry a given quantity of fruit will vary more or less, depending upon 
the conditions of the weather, the efficiency of the furnace, the con- 
struction of the kiln, the percentage of moisture to be left in the fruit, 
and various other things, it is roughly estimated that a ton of hard 
coal, for a kiln evaporator, will make a ton of dried fruit. Probably 
the average requirement is rather more than this. It is claimed that 
a tower evaporator requires slightly less for the same results. Open 
grates also considerably reduce the amount of fuel necessary for a 
given quantity of fruit, but on account of their objectional features 
they can not be used for the better grades of apples. Coke is rather 
more efficient, 2,600 to 2,700 pounds of apples being evaporated, it is 
claimed, by a ton of fuel. 

A good steam system should require considerably less than a ton of 
soft coal to a ton of dried fruit, one estimate being about one-half 
this amount. 
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These estimates are for evaporating sliced fruit. If the apples are 
quartered or dried whole, being merely pared and cored, considerably 
more fuel is required. From 25 to 50 per cent more fuel should 
probably be estimated for in such cases. 


APPLES SUITABLE FOR EVAPORATION. 


There is an increasing demand for dried apples of the highest 
quality. The tendency has sometimes been to make quantity at the 
expense of quality. But prices are governed not only by the supply 
but also by the grade. The cleanest, whitest fruit, that is well cored, 
trimmed, bleached, ringed, and dried, is most in demand. Carelessness 
in any particular injures the product. 

Primarily the- economic usefulness of an apple evaporator is 
through its utilization of windfalls and the poorer grades of fruit 
which can not be marketed to good advantage in a fresh state, and 
it is these grades that are most often evaporated. But the magnitude 
of the crop also influences the grade of the evaporated product in a 
decided way. In seasons of abundant crops and low prices for fresh 
fruit large quantities of apples that would ordinarily be barreled are 
evaporated and the grade of stock produced is correspondingly im- 
proved. On the other hand, in years of scanty crops, when all 
apples that can possibly be shipped are in demand at high prices, 
only the very poorest fruit is evaporated, as a rule, thus lowering 
the grade of the output. 

The commercial grading of evaporated apples is based primarily 
on appearance rather than on dessert quality, and the fact that one 
variety may make a better flavored product than another is not 
considered. As a rule, a product of high commercial grade can be 
made from any sort which has a firm texture and bleaches to a 
satisfactory degree of whiteness. A variety of high dessert quality, 
such as the Northern Spy, may be expected to make an evaporated 
product of correspondingly high flavor. 

In sections where the Baldwin apple is grown extensively it is in 
demand at the commercial evaporators, as it meets the requirements 
in a fair degree and it is also available in relatively large quantities. 
In the Ben Davis sections that variety supplies a similar demand. 

Most early varieties lack sufficient firmness of texture for the best 
results and are undesirable on this account. On the other hand, 
some comparatively early sorts, such as Gravenstein and Yellow 
Summer Pearmain, are considerably prized in some sections; the 
dessert quality of the latter is especially high. 

Similarly the product made from other sorts possesses qualities that 
are due more or less to varietal characteristics. For instance, that 
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from Esopus is said to be unusually white; Hubbardston and varie- 

























y ties of the Russet group also make very white stock. The latter 

1 make relatively a large amount of stock, by weight, to a given quan- 
tity of fresh fruit. Limbertwig is said to produce from 1} to 2 
pounds a bushel more of dried stock than most sorts do, but it is not 
as white as that from some other varieties. 

t PREPARING THE FRUIT FOR DRYING. 

; PARING. 


No special comments are necessary under the head of paring, save 
to mention this step in the order in which it occurs in the preparation 
of the apples for drying. The apples are cored in the same opera- 
tion by an attachment applied to the paring machine for this pur- 
pose. The fruit is automatically forced from the fork and drops to 
the table, where it is next taken in hand by the trimmers. In the 
smaller evaporators the slicing is often done at the time of paring 
by a slicing attachment applied to the parers. 

In nearly all the evaporators the paring and trimming are done by 
women and girls. 
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TRIMMING. 


In paring the fruit there is usually more or less skin left around the 
stem and calyx of the apples and any irregular places that may occur. 
There will be wormholes, decayed spots, and other blemishes which 
will detract from the appearance of the product, if allowed to remain. 
Even bruises are objected to by the most exacting operators. Hence 
all such defects are cut out as soon as the fruit is pared if the highest 
grade of product is expected. This is done with an ordinary straight- 
back, sharp-pointed knife, having a blade 2} or 3 inches long. 


BLEACHING. 


The fumes of burning sulphur are employed not only to make the 
fruit white where the freshly cut surfaces have become discolored 
by contact with the air, but to prevent further discoloration after it 
is sliced. Sulphuring is also generally supposed to be necessary 
to destroy fungi and insects, though under present methods of han- 
dling this is open to question. 

There are no definite standards governing the bleaching as to the 
time required, amount of sulphur necessary to accomplish the de- 
sired end, etc. The aim is to treat until enough of the fumes have 
been absorbed by the apples to prevent discoloration after they are 
sliced and exposed to the air. If it is found that the fruit is not 
retaining its clean, white appearance with the treatment that is being 
given, either the length of time that the fruit is kept in the bleacher 
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is increased or more sulphur is burned in the customary time for 
bleaching. Due caution should be exercised, however, in this con- 
nection, inasmuch as the bleaching of desiccated fruits with sulphur 
fumes is open to criticism. The sale of fruit containing sulphurous 
acid in any considerable quantity is prohibited by the pure-food 
laws of some States, as well as being restricted in some of the foreign 
markets. The Federal pure-food law will also make definite restric- 
tions. (See p. 33.) 

In many cases the bleaching process is doubtless continued much 
longer than is necessary for the desired results. Until some definite 
standards are established and recognized, the greatest care should be 
exercised not to bleach more than the minimum required to maintain 
the desired color a reasonable length of time. 

The allotted time for bleaching in a large number of evaporators, 
from which information has been secured, varies from twenty minutes 
to one and one-half hours. The more usual time appears to be about 
forty-five minutes. This, however, may be regulated in a measure by 
the amount of sulphur burned in a given time. 

The estimates regarding the amount of sulphur used to bleach a ton 
of fruit vary from 4 or 5 pounds to 20 pounds, though but little infor- 
mation of a definite character is to be obtained at present. 

The usual practice is to start the sulphur fumes by putting a few 
live coals into the receptacle used for the purpose, then adding a small 
piece or two of stick brimstone. Before this has all been vaporized, 
more is added. This is continued as long as the bleacher is in opera- 
tion, sufficient heat being generated to vaporize the sulphur without 
the further addition of burning coals. 

When apples are dried whole, without slicing or quartering, they 
require less bleaching than if they are to be sliced, inasmuch as the 
interior of the fruit does not come in contact with the air. 

For the most satisfactory results it is essential that the fruit be put 
into the bleacher in the shortest possible time after the surface is 
exposed to the air by paring. If a long delay occurs the surface 
becomes discolored, in which case it does not regain its original white- 
ness in the bleaching process. 





























SLICING, QUARTERING, ETC. 






After bleaching, the next step in preparing the fruit is slicing, 
unless instead of slicing it is quartered or dried whole, as is done to 
a limited extent. In preparing fruit for some of the smaller evapora- 
tors, as previously mentioned, the slicing is done when the fruit is 
parec., the bleaching then follows the slicing instead of preceding it. 

The slices are one-fourth inch in thickness, and in the largest 
degree possible should be cut at right angles to the hole made through 
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the axis of the apple when the core is removed by the parer, thus 
producing the “ rings,” which is the form most desired. Other things 
being equal that fruit is sliced the best which contains the largest 
proportion of “rings,” and this point is given more or less weight in 
grading the finished product. 

When it is desired to evaporate apples in quarters or sixths they are 
run through machines which cut them accordingly, the cutting being 
done in the opposite direction from the slicing; that is, in a direc- 
tion parallel to instead of at right angles to the axis of the apple. 

If they are to be dried whole, they are transferred from the 
bleacher directly to the drying compartment without further treat- 
ment. 

DRYING THE FRUIT. 


When the fruit has been placed in the drying compartment of an 
evaporator, of whatever type it may be, it has reached the most 
critical stage in the whole process of evaporation, and it is here that 
the greatest care and skill are required to insure the best possible 


results. 
CAPACITY OF FLOOR SPACE AND RACKS. 


In the case of kiln evaporators, the sliced fruit is evenly spread 
on the floor to the depth of from 4 to 6 inches. A kiln 20 feet square 
will hold the slices of from 120 to 150 bushels of fresh fruit, depend- 
ing upon the amount of waste in the apples and the exact depth to 
which they are spread on the floor. 

If the fruit is in quarters or is dried whole, it may be somewhat 
thicker on the floor, since in these forms it does not pack down as 
closely as the slices do and hence does not impede the circulation of 
hot air through it if the depth is somewhat increased. 

In tower evaporators and other types where the fruit is handled 
on racks the slices are seldom placed much more than 1 inch in depth. 
A rack 4 feet square will hold from three-fourths of a bushel to a 
bushel. 

The fruit is generally put on the floor of the kiln as fast as it is 
sliced, and the fire is started in the furnace below as soon as the floor 
is filled, or, in many cases, before it is entirely covered. 


OILING THE FLOORS AND RACKS. 


It is a common practice to treat the floor of kilns occasionally with 
tallow to prevent the fruit from sticking to it. This is done every 
few days, or as often as conditions appear to make it advisable. 
Sometimes a mixture of equal parts of tallow and boiled linseed oil 
is used for this purpose. 

Another practice, with the same end in view, is to thoroughly scrub 
the floors as often as is necessary with water, using with it some one 
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of the scouring soaps. This is preferred by some operators, who claim 
that oil or tallow discolors the fruit. 

At each filling of the racks, where these are used, the surface of the 
wire netting is lightly wiped over with a cloth moistened in lard. 
This prevents the fruit from sticking to the netting and keeps it clean. 


TEMPERATURE MAINTAINED. 


The temperature maintained in kilns or other drying compart- 
ments, in actual practice is largely a matter of experience, not a factor 
governed by any definite standards or regulated in accordance with 
thermometer readings, as might be expected. In general, the object 
in view is to force the heat as high as possible without endangering 
the fruit. A probable temperature which has been suggested by some 
of the operators is 150° F., or more when the fruit is first put into the 
drying compartment, dropping to about 125° F. as the drying process 
nears completion. Sufficient and proper provision for controlling 
the indraft of cold air below the fruit will aid in maintaining the 
desired temperature. 


TURNING THE FRUIT. 


In order to prevent the fruit from burning and from sticking to 
the floor by remaining in contact with it too long, and to insure the 
most uniform drying that is possible, the fruit, in the case of the kiln 
driers, is turned occasionally. The interval between turnings varies 
with different operators, with the condition of the fruit, and with the 
degree of heat which is maintained. Some operators do not turn the 
fruit until 5 hours have elapsed after the furnace has been started, 
while a more common practice is to make the first turning within 
two to three hours after the drying is begun, or even sooner. For the 
first five or six hours it is generally turned every two hours or so, and 
more frequently as the fruit becomes drier, until perhaps it may 
require turning every half hour when nearly dry. 

The objects to be obtained by turning must be kept in mind and 
the fruit handled accordingly. It should be examined from time to 
time and turned often enough to prevent scorching or sticking and 
to insure uniform drying. 

In the case of the tower evaporators and other types in which the 
fruit is handled on racks, no turning more than an occasional stirring 
of the fruit with the hand or with a small wooden paddle is required. 
Sometimes the relative positions of the racks are changed to make the 
drying more uniform. This is one reason why the tower-dried fruit 
is generally of rather better quality than that from kilns. The re- 
peated turning on the kiln floor is likely to make the fruit more or 
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less “ mussy,” while in that which remains practicaliy undisturbed on 
the racks the rings are maintained in better condition. The fruit 
3 also dries more quickly, and is often of better color than the kiln- 
evaporated product, and hence is more attractive in appearance. 
The same general principles must be observed in tending the fruit 
where steam heat is used in place of direct hot air from furnaces. 
























TIME REQUIRED FOR DRYING. 


. The time necessary for drying fruit depends upon several factors. 
a The more important are: Type of evaporator; depth to which fruit 
t is spread; method of preparing—whether sliced, quartered, or whole; 
3 temperature maintained; conditions of the weather, and, to a certain 
6 extent, the construction of the evaporator. 
6 The application of these several factors to the point in question 
S readily follows. A good kiln evaporator should dry a floor of slices, 
3 other things being equal, in about twelve hours, ten to fourteen hours 
© being the range of variation. Where the fruit is handled on racks 
the time required is much shorter, but conditions are quite different 
E from the «xilns, as the fruit is seldom more than 1 or 2 inches thick on 
the racks. For slices, five hours is considered a reasonable time, with 
o a range of four to six hours. 
e It is estimated that quarters will require from eighteen to twenty- 
n four hours in the average kiln, while the time for whole apples will 
s range from thirty-six to forty-eight hours. 
e If the atmospheric conditions are heavy and damp, the drying is 
€ retarded. Under some conditions it is hardly possible to thoroughly 
l, dry the fruit. During windy weather also it is more difficult to 
a regulate the heat, especially if the walls are poorly constructed so 
e that the draft of cold air into the furnace room can not be controlled. 
d This applies especially to kilns heated by furnaces. It is claimed that 
y steam-heated evaporators are less subject to the influence of climatic 
conditions. 
d WHEN IS THE FRUIT DRY?P 
oO 
d Perhaps there is no step in the entire process that requires better- 
trained judgment than the matter of determining when the fruit is 
e sufficiently dried to meet the requirements. Like several other steps 
g in the process it is largely a matter of experience, though there are 
1. certain general features which are capable of being reduced to words. 
e The fruit should be so dry that when a handful of slices is pressed 
it together firmly into a ball the slices will be “ springy ” enough to sep- 
2- arate at once upon being released from the hand. In this condition 
r there will be no fruit, or only an occasional piece, that has any visible 






moisture on the surface. In a slice of average dryness, it should 
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not be possible to press any free juice into view in a freshly made 
cross section of it. The general “ feel ” of the fruit, as it is handled, 
should be a soft, velvety, leathery texture. 

The foregoing should represent as nearly as possible the average 
condition, but it can not be expected to be absolutely uniform 
throughout. Some slices—they should constitute only a very small 
percentage—will still plainly possess some of the juice of the apple; 
others—likewise, properly only a small proportion—will be entirely 
too dry, possibly dry enough to be brittle. 


THE CURING ROOM. 


When a quantity of fruit is considered dry enough, it is removed 
from the kiln and put in a pile on the floor of the curing room. 
Every day or two the pile should be thoroughly shoveled over to 
make uniform the changes which take place. Thus managed, the 
pile in a few days will become thoroughly homogeneous. The 
pieces that were too dry will have absorbed moisture, the super- 
fluous moisture of other pieces will have disappeared, and the entire 
mass may be expected to reach the condition above described. 


HANDLING THE WASTE. 


In the usual grades of apples that are taken to the evaporator 
there are many specimens that are too small to pare or which for 
other reasons can not be profitably used in this way. In the case of 
some of the larger evaporators which are operated in connection 
with vinegar factories, these apples, as well as all parings and trim- 
mings, are used for “vinegar stock,” but in the smaller ones these 
portions are usually dried. It is generally estimated that about one- 
third as much space is required to dry the parings and trimmings 
as is demanded for the “ white fruit.” ¢ 

“Waste” and “chops” are generally bleached, but are seldom 
passed through the bleacher which is used for the white fruit. Where 
they are dried in kilns, which is usually the case, a common way of 
bleaching is to burn the sulphur in she furnace room after the stock 
has been spread on the floor. 

It is generally estimated that the waste from a given quantity of 
apples will pay the cost of the fuel for evaporating that quantity of 
fruit; that is, putting it on a bushel basis, the weste from a bushel 
will pay for fuel to evaporate both the white fruit and the waste 
from that bushel. While in some instances, when the price of such 





@“ White fruit” is a general term used by operators and dealers to denote 
the grades used for culinary purposes, in distinction from “ waste,” which com- 
prises the parings and trimmings, and “chops,” which are composed of the 
apples that are too small and otherwise defective to pare. 
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stock is low, this estimate may be too high, it not infrequently hap- 
pens.that it more than pays for the fuel. 


WEIGHT OF EVAPORATED APPLES. 


Some varieties of apples will make more evaporated stock to the 
bushel than others. The grade used also affects the amount, but an 
average weight—a frequent basis of estimates—is about 64 pounds of 
white fruit and 34 pounds of waste to a bushel of fresh fruit. When 
the apples are dried whole, without slicing, they will make from 1 to 
2 pounds more to the bushel than when sliced. 


LAWS RELATING TO EVAPORATED FRUITS. 


So far as the writer has been able to*learn, only one State has 
enacted laws, aside from those relating to the presence of sulphurous 
acid or sulphites, regulating the quality or condition of evaporated or 
dried fruits offered for sale. , 

In 1904 the New York legislature amended the agricultural law so 
as to prohibit the sale of adulterated evaporated apples. This act 
became a law on April 26, 1904, and is recorded in Chapter 391. It is 
intended primarily to regulate the moisture content of evaporated 
fruit when offered for sale. For the purpose of the act, evaporated 
apples are considered “ standard ” if they do not contain more than 
27 per cent of water or fluids as determined by drying for four hours 
at the temperature of boiling water. 

It will thus be seen that evaporated apples, in the terms of this law, 
are considered “ adulterated ” if they contain more than 27 per cent 
of moisture. 

The pure food laws of some States also apply in certain instances, 
especially those which make specifications in regard to the presence 
of sulphurous acid or sulphites in food products. This reference 
to the matter should be sufficient to call the attention of manufac- 
turers and dealers to its importance. 

A California statute, approved March 20, 1903, requires that all 
fruit, green or dried, contained in boxes, barrels, or packages, and 
offered for shipment in the State be so labeled as to designate the 
county and immediate locality in which the fruit was grown, but 
a decision of the supreme court of the State declares this law to be 
unconstitutional. 

A decision of the Board of Food and Drug Inspection under the 
pure-food law enacted by the first session of the Fifty-ninth Congress 
of the United States relative to the maximum amount of sulphurous 
acid permissible in evaporated or desiccated fruits is now awaited 
with interest. 

The attention of all interested persons, especially exporters, should 
further be called to the fact that “the governments of Prussia and 
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Saxony, in order to unify the practices of inspectors of desiccated 
fruits, have issued decrees fixing the limit of sulphurous acid in 
desiccated fruits at 0.125 per cent.” 

The presence of sulphurous acid in desiccated fruits, and also of 
zinc in fruit dried on galvanized wire racks, has frequently been 
criticised in foreign markets and has been the source of unfavorable 
judgment, resulting in more or less agitation favoring laws restrict- 
ing or prohibiting the sale of such fruit. 


ee cae ee ee 


HANDLING EVAPORATED APPLES. 


While comparatively few of the manufacturers of evaporated 
apples pack their own fruit for the trade, it will be of interest to them 
and of direct value to know something of the methods pursued by 
dealers, and especially in regard to grading and the requirements of 
the various grades. 

The product of all grades is generally shipped to the dealers in 
gunny sacks having a capacity of 14 or 2 bushels. The “ white 
fruit” is usually bought by the pound. Sometimes the waste is rated 
by the hundredweight. The price paid is not governed by the 
market conditions alone; the quality is an important factor. 














RANGE OF PRICES. 


In 1904 the output of evaporated apples was very large and in 
excess of immediate trade demands. The prices were correspond- 
ingly low. Because of a light crop of apples in the season of 1905, 
the quantity of evaporated apples was relatively small. There was 
a large quantity of fruit evaporated in 1906, but trade conditions 
were rather unusual and prices varied accordingly. An idea of the 
range of prices at the evaporators is suggested by the following rates 
which prevailed in New York during the three seasons just mentioned : 













White Chops, per Waste 


i pe , per 
Year. or hundredweight. | hundredweight. 


















Cents. 







Leche sntaidensenduse net ech yhnabdeekeberberanenisensaek $0. 75 to $1.15 $0. 60 to $0. 
Scheme veeeuuesshaeetnnetednatdcaches vedaudeuuesauns 2 a) ee 
Lcddiasneessoséan eqesdecenslbeteebseurwaedssyeesans 1.75to 2 -9to 1. 








The market price of whole apples is usually a cent or more a pound 
higher than that for sliced fruit; quarters also bring a higher price. 

In cases where special pains are taken in trimming and in other 
processes in preparing the fruit and the finished product is par- 
ticularly white and clean, better prices than the prevailing market 
rates can often be obtained. 

















@ Decision No. 7 of “ Food Inspection Decisions 1-25,” Bureau of Chemistry, 
U. S. Department of Agriculture. 
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GRADING. 


In classifying evaporated apples, three grades are generally recog- 
nized, which are commonly designated as “ fancy,” “ choice,” and 
“prime.” Two other grades, which in reality are special grades, are 
also sometimes recognized, viz, “ extra fancy,” and a lower grade than 
prime—usually called prime with some prefix, frequently the name of 
a locality, to distinguish it from that grade. 

The standards demanded for these various grades are about as 
follows: 

“Fancy ” is very white, clean stock, free from all pieces of skin 
and other objectionable portions which should be removed in trim- 
ming, and a good proportion of the slices in rings. 

“Choice” denotes a grade intermediate between “fancy” and 
“ prime,” not quite clean enough for “ fancy,” yet more nearly free 
from imperfections than the “ prime ” grade demands. 

“Prime ” must be good stock, well cured, and of a generally attract- 
ive appearance. It must be comparatively white and mostly free 
from undesirable portions, but stock having a small percentage of 
such defects is usually put in this grade. 

“ Extra fancy,” as the name implies, is a fancy grade that is excep- 
tionally fine. It must possess all the qualities mentioned in describ- 
ing that grade in a marked degree. At least 85 per cent of the slices 
should be “ rings.” 

The grade below “ prime” is the stock that has been so carelessly 
handled and is so unattractive in appearance that it can not main- 
tain the standard of “ prime.” It is packed for an entirely different 
and much poorer class of trade than any of the other grades. 


” 


KINDS OF PACKAGES USED. 


In packing the fruit, several sizes of packages are in common use. 
While the proportionate dimensions of the packages may vary with 
the different dealers and packers, their capacity is more or less a 
matter of uniform standards. 

Perhaps the package most used is the 50-pound wooden box. A 
common form of this box is 10 by 11 by 22 inches, inside measure. 
Twenty-five-pound boxes are likewise much used; these are com- 
monly made 9 by 9 by 18 inches, inside dimensions. A box holding 
55 pounds of sliced fruit, having inside measurements of 11 by 113 
by 224 inches, is much used for the export trade. These are generally 

marked “25 kilos” when intended for export, instead of having the 
capacity designated in pounds. 

Pasteboard cartons, holding 1 pound, or one-half kilo (1. lpewudee 


for certain export trade, are also more or less used for the better 
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grades of sliced fruit. These cartons are generally packed in a 
box or case, 48 cartons to the case. The cartons are 2 by 5 by 7 
inches; the case is about 
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the quarters and whole 
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are expected to contain 
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PACKING. 


The side of the box 
intended for the top or 
“face” is packed first, 
‘as in packing fresh fruit 
in boxes or barrels. 
The first step in pack- 
ing, therefore, is to “ face ” this side. The “ facers” are slices which 
are perfect rings. ‘These are usually selected from a quantity of fruit 
which contains a relatively 
large proportion of them; 
they are then placed on thin 
boards which are slightly 
smaller than the top of the 
box, inside measure, over- 
lapping one another in rows, 
lengihwise of the board. 
Figure 11 shows such a 
“board” cf facers. The 
facers are put in place by 
inserting the board on 
which they are arranged 
into the box, which is first 
lined with paraffin paper, 
and then with a dexterous 
movement of the hand flip- 
ping the layer of rings 
against the inner face or the bottom, which is to become the top of 


the box. 
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Fic. 11.—A ‘‘ board”’ of facers. 


















Fic. 12.—A press used in packing evaporated apples. 
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A press similar to figure 12 is generally used in filling the boxes, 
Three men compose a packing gang for each press; one to fill the 
boxes and weigh the fruit; one to operate the press; a third to nail 
on the cover, which now becomes the bottom of the box. 

In filling the boxes, an extension of the box upward is necessary, 
since 50 pounds of evaporated apples have to be compressed greatly 
in order to get them into a box of the required dimensions. This 
extension may be another box of same size with a rim nailed around 
the edge to fit over the box ‘to be filled. The box is placed on a 
pair of scales and filled with the desired quantity of fruit, by 
weight; it is then passed to the press. A “ follower ” slightly smaller 


—— ———— 


Fig. 13.—A 50-pound box of ‘ fancy” evapo- Fie. 14.—A 50-pound box of “ fancy ’’ evapo- 
rated apples with cover removed. rated apples with cover and paper lace 
removed, 


than the box is put in position over the fruit and this is pressed down 
until the fruit reaches the desired point. 

Quarters and whole apples are handled in essentially the same 
manner except in regard to the facing. In facing whole apples 
they are placed on the side in rows lengthwise of the bottom (when 
packed, the top) of the box. The boxes are then filled the same as 
with slices. Quarters are handled in the same way. 

Figure 13 is a box of fancy evaporated apples with cover removed, 
showing the paper lace used for decorative effect. Figure 14 is the 
same box with the paper covering entirely removed. Figures 15 and 
16 show, respectively, a box of whole apples and one of quarters. 
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Cartons are filled by hand, the work usually being done on a table 
of convenient height. Each package is weighed to insure its proper 
content of fruit. 

The sun-dried fruit, of which quite large quantities are handled 





Fic. 15.—A 50-pound box of “‘ prime” whole Fie. 16.—A 50-pound box of “‘ prime” quarters. 
apples. 





by some dealers, is usually packed in sugar barrels. This is largely ex- 
ported. The waste is also generally put into barrels, 240 to 250 pounds 
net usually filling a barrel. Chops are handled in a similar manner. 


STORING THE FRUIT. 


In years of great abundance of apples, the evaporated product is 
likely to exceed the immediate demand. While fruit that has been 
well bleached and cured can be held for a considerable period of 
time without loss it is by no means imperishable. The color is first 
to deteriorate. The fruit appears to lose the effect of bleaching after 
a time and turns dark. Though it may retain its flavor for a long 
time, its unattractive appearance renders it more or less unsalable. 

When it is desired to hold evaporated apples from one season to 
another, recourse is had to cold storage. Some seasons large quanti- 
ties are handled in this way. The temperature at which it is stored 
is usually from 32° to 35° F., or about the same as for fresh fruit. 
If well bleached and properly cured it may be held for a relatively 
long period. Four or five years is said by commercial handlers to 
be about the usual limit of time before the color deteriorates. It is 
seldom, however, that it is desirable to hold the fruit for so long a time. 
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bution. 


FARMERS’ BULLETINS. 
The following is a list, by number, of the Farmers’ Bulletins available for distri- 


of experiments performed by the State ex 
are self-explanatory. Bulletins in this list will be sent free to any address in the 
United States on application to your Senator, Representative, or Delegate in Con- 
gress, or to the Secretary of Agriculture, Washington, D.C. Numbers omitted have 
been discontinued, being superseded by later bulletins. 


126. —— Suggestions for Farm Buildings, 


22. 
24, 
27. 
28, 
30. 
32. 
33. 


34, 


Pp. 48. 

60. Methods of Curing Tobacco. 
. Asparagus Culture. 
. Marketin 
. Care of Milk on the Farm. Pp. 40. 
. Ducks and Geese. 

. Experiment Station 
. Meadows and Pastures. 
. Experiment Station Work—III. Pp. 32. 
. Essentials in Beef Production. 

. Cattle Ranges of the Southwest. 
. Experiment Station Work—IV. Pp. 32. 
. Milk as Food. 

. The Liming of So Is. 
. Experiment Station Work—V. Pp. 32 
. Experiment Station Work—VI. 
. The Peach Twig-Borer. 
. Corn Culture in the South. 
. The Culture of Tobacco. Pp. 22. 
. Tobacco Soils. Pp. 23. 

S = eriment Station Work—VII. 
. Fis 
. Thirty Poisonous Plants. 

. Experiment Station Work— I iL 
. Alkali Lands. . 23. 

. Potato Diseases and Treatment. 


. Some Common 
. The Dairy Herd. Pp. 30. 

. Experiment Station Work—I. Pp. 30. 

. The Soy Bean as a Forage Crop. Pp. 24. 


The Feeding of Farm Animals. . 40. 

Hog Cholera and Swine Plague. Pp. 16. 
Flax for Seed and Fiber. Pp. 16. 

Weeds: And How to Kill Them. Pp. 30. 
Grape Diseases on the Pacific Coast. Pp. 15. 
Silos and Silage. Pp. 30. 
Peach Growing for larket. Pp. 24. 
Meats: Composition and Cooking. Pp. 31. 


. Potato Culture. Pp. 24. 

. Cotton Seed and Its Products. Pp. 16. 
. Facts About Milk. Pp. 32. 

. Commercial Fertilizers. 
. Insects Affecting the Cotton Plant. 
. The Manurin 
. Standard Varieties of a Pp. 48. 


Pp. 38. 
Pp. 32. 
of Cotton. Pp. 16. 


The Sugar Beet. 
Birds Pp. 48. 


Bee Keeping. 
Pp. 24. 


Pp. 40. 
Pp. 31. 


Farm Produce. 
. 55. 
ork—II. Pp. 32. 
Pp. 30. 

. 24, 
p. 32. 
Pp. 24, 

Pp. 27. 

Pp. 16. 
Pp. 24. 
Pp. 32. 
as Food. Pp. 32. 

Pp. 32. 
Pp. 15. 


. Experiment Station Work—IX. Pp. 30. 


98. Suggestions to Southern Farmers. 
bs Lamy Enemies of Shade Trees. Pp. 30. 


. Sugar as Food. 


4 Mit ets. 
. Southern 
. Experiment Station Work— rT. 
. Notes on Frost. 


Pp. 31. 
Experiment Station Work—X. Pp. 32. 


Pp. 48. 
Raising inthe South. Pp.40. 


Borage Plants. 
“Pp. 30. 
Pp. 31. 


5. Experiment Station Work—XII. Pp. 382. 
5. Breeds of Dairy Cattle. 48. 


Pp. 
Experiment Station Work—XIII. Pp. 32. 


. Saltbushes. Pp. 20. 


. Rice Culture in the United States. Pp. 28. 


. Bread and Bread Making. 
L a Apple and How to Grow t. 
. Expe 


. 40. 
. 32. 


ment Station Work—XIV. - 28. 


. Irrigation in Fruit begin 7s 
. Grape Growing in the Sout Pp. 


p. 38. 
. Experiment Station Work—XVI. 


. Experiment Station Work—XV. woe 30. 
. Insects Affecting Tobacco. 


Pp. 32. 
an Peas, and Other Legumes as Food. 


. $2. 

. Experiment Station Work—XVII. > 
Protection of Food Products from ichurdons | 
Temperatures. Pp. 24. } 


P 
127. Important Insecticides, 


The bulletins entitled “ Experiment Station Work”’ give in brief the results 
riment stations. 


itles of other bulletins 


Pp. 46. 


128. Eggs and Their Uses as Food. Pp. 40. 
131. Household Tests for Detection of Oleomar- 


132. Insect Enemies of Growing Wheat. Pp. 
133, Experiment Station Work—X VIII. Pp. 32. 


garine and Renovated Butter. Pp. 10. 


38. 


134. = Planting in Rural School Grounds. Pp. 


135. Sorghum Sirup Manufacture. Pp. 40. 


137. The Angora Goat. 
138. Irrigation in Field and Garden. 


139. 


140. 
142, 


144, 
145. 
147. 
149, 
150. 
151. 


152. 
154. 


. How Insects Affect Health in Rural Districts, 
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